lace td 
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2. IPSX felt very strongly that the 
often referred to was unrealistic and that 





&. Reviewed the present status and record } 
equipment 


. would stated the system by which equipment approvals 
be processed, partioularly with regard to 
furaishing of various items by the Government in 
lieu of being Coatractor-puret 


Cc. Reviewed the need for documentstica indicating 


receipt of equipment and an cperationally expended 
eertificate. 


Declassified and Released by the NRO 


in Accordance with E. O. 12958 


on NOV 76 199 


Ue 


a Reviewed the present status of andit findings 
at the various subcontractors’ placts. 


@- Discussed the need for quality control and the 
prime Contractor's responsibility therefor. 


f. Discussed packiag requirements. 





